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The Faithfull Slieplieardesse, in the clothes the
Queene had given Taylor the year before of her owne
pastorall.

" The scenes were fitted to the pastorall, and made,
by Mr. Inigo. Jones, in the great chamber, 1633.

" This morning being the 9th of January, 1633,
the kinge was pleasd to call niee into his withdrawinge
chamber to the windowe, wher he went over all that I
had croste in Davenants play-booke, and allowing of
faith and slight to bee asseverations only, and no
oathes, markt them to stande, and some other few
things, but in the greater part allowed of my reforma-
tions. This was done upon a complaint of Mr. Endy-
mion Porters in December.

" The kinge is pleasd to take/biM, death, slight,
for asseverations, and no oaths \ to which I doe hum-
bly submit as my masters judgment; but under favour
conceive them to be oaths, and enter them here, to de-
clare my opinion and submission.

" The 10 of January, 1633, I returned unto Mr.
Davenant his playe-booke of The Witts, corrected by
the kinge.

" The kinge would not take the booke at Mr. Por-
ters hands; but commanded him to bring it unto
mee, which he did, and likewise commanded Dave-
nant to come to me for it, as I believe : otherwise he
would not have byn so civill.

" The Guardian, a play of Mr. Messengers, was
acted at court on Sunday the 12 January, 1633, by
the Kings players, and well likte.

1 In a tract of the present age, we are told that Charles the
Second being- reprimanded by one of his courtiers for frequently
introducing profane oaths in his discourse, defended himself by
saying, " Your martyr swore twice more than ever I did." See
the Reverend Mr. Watson's Apology for his conduct on Jan. 30,
Svo. 1756, p. 34.